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APPENDIX B 

APPROVAL REQUEST FOR CHANGES/ADDITIONS TO ESTABLISHED 
INSCOM GRILL FLAME PROTOCOL 
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US ARMY INTELLIGENCE AND SECURITY COMMAND 
FORT GEORGE G. MEADE, MARYLAND 207SS 


IA0PS-H-S 

SUBJECT: 


c?? ^ 


Approval Request for Changes/Additions to Established 
INSC0M GRILL FLAME Protocol (U) 


BG Garrison Rapmund 
Chairman 

Human Use Committee, MI I A 
Fort Detrick, Maryland 21701 


1. (S/N0F0RN) Request the following addition to paragraph 6a(3) INSC0M 
GRILL FLAME Protocol (U) dated 1 June 1981 be approved: 

During the remote viewing session the remote viewer may 
be monitored physiologically. His brain waves may be monitored 
* in frequency and amplitude by the use of a multichannel 

electroencephalograph. Bipolar corporal voltage reversals 
may be monitored using a multichannel electromyograph. 
Electronic skin resistance may be monitored using a 
psychogalvorneter. Heart rate and non-invasive flagraphic 
measurements may be monitored using a plothysmograph 
(see Inclosures 1, 2 and 3). 

2. (S/N0F0RN) Request the following addition to paragraph 6a(4) INSC0M 
GRILL FLAME Protocol (U) be approved: 


Physiological monitorings which may be recorded during the RV 
session are collated in time sequence with the session transcript 
When the transcript is then compared with known target data, 
psychophysiological states of the remote viewer are identified 
with accurate target data. This process is expected to be 
automated. 


3. (S/N0F0RN) Request the following addition to paragraph 13, INSC0M GRILL 
FLAME Protocol be approved: 


6, When physiological correlates to accurate viewing data have 
been established for a particular remote viewer , -judges will 
highlight those portions of the session transcript indicated 
by the monitoring records. These highlighted areas will then 
receive special attention when judging a session. 

GRILL FLAME 
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IA0PS-H-S 

SUBJECT: Approval Request for Changes/Additions to Established 

INSC0M GRILL FLAME Protocol (U) 

4. (S/N0F0RN) Recommend approval of the above ehanges/additions to the. . 
INSCOM GRILL FLAME Protocol. Determining when a viewer is providing accurate/ 
reliable information is of the highest priority. Studies reviewed by this, 
office indicate that physiological monitoring of remote viewers and subsequent 
analysis of those monitorings may be the answer to rating the perceptions of 
a viewer as accurate or not. Many times on-target confirmation cannot be 
obtained, i.e., operational remote viewing of a Soviet installation to which 
we are denied access. 


3 Incl 
As stated 


CHAD B. WHITE 
Colonel , G5 
ADCS0PS-HL1MINT 
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